GRACE  LUTHERAN  CHURCH 

Formed  in  1955  and  the  first  service  was  held  in 
1956.  The  first  worship  service  in  the  new  church  was 
conducted  on  Easter,  April  10,  1966,  and  dedication 
took  place  on  May  15,  1966.  The  church,  a  tall  tent- 
like space,  achieves  an  intimacy  of  worship  around 
Word  and  Sacraments,  almost  in  the  round  .  .  .  Archi- 
tect .  .  .  James  Associates. 


CHURCH    LOCATION--SIMS    DR.    AND   CENTRAL  AVE. 

COLUMBUS,  INDIANA  472Q1 
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